EU DECLARATION OF CONFORMITY 


We, of Shure Incorporated 
5800 Touhy Avenue 
Niles, Illinois, 60714-4608 U.S.A. 
Phone: (847) 600-2000 
Web: www.sShure.com 


Certify and declare under our sole responsibility that the following apparatus: 
Model: ADX2FD Description: Wireless Handheld Transmitter 
Including all variants combined with a microphone capsule 


(e.g. ADX2FD/SMS58) 


conforms to the essential requirements of the following applicable European Directives and their associated norms: 


Directive Applicable Standards 


Radio Equipment Directive: 2014/53/EU | Art.3.la) | EN 62368-1:2014 + A11:2017 
EN 62311:2008 


Art.3.1b) | EN 301 489-1 V2.1.1 
EN 301 489-9 V2.1.1 
EN 301 489-17 V3.1.1 


Art. 3.2 EN 300 422-1 V2.1.2 
EN 300 328 V2.1.1 


ROHS: 2011/65/EU EN IEC 63000:2018 
(as amended by 2015/863/EU) 


And therefore complies with the essential requirements and provisions of the applicable directives. 


The technical documentation is kept at: 
Shure Incorporated, Corporate Global Compliance Engineering Division 
SHURE Europe GmbH, Compliance EMEA Division 


Manufacturer: Shure Incorporated 
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Signed: Sa Date: 03. March 2021 
Name and Title: Chad Ayers, Director, Global Compliance- 


European Representative: SHURE Europe GmbH 


Signed: Lac Date: 03. March 2021 
Name and Title: Wolfg ilz, rÆ T na and Regulatory Affairs EMEA 


SHURE Europe GmbH 
Jakob-Dieffenbacher-Str. 12 
75031 Eppingen, Germany 

Phone: +49 - (0)7262 - 9249 - 0 
Fax: +49 - (0)7262 - 9249 - 114 


Version: 2.2 


